St.  James  Evangelical  Lutheran  Chuich.  Brunswick,  Ga. 


ST  JAMES  EVANGELICAL  LUTHERAN  CHURCH 
BRUNSWICK.  GA. 
The  congregation  was  organized  July  9. 
1905.  This  building  was  erected  in  1909,  while 
the  Rev.  S.  L.  Nease  was  the  pastor.  This 
church  is  affiliated  with  the  United  Lutheran 
Church  of  America. 
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